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LOYAL LASSES OF CASTLEREA 

One day on a fine summers season, 

I walk’d out to take the fresh air, 

Where lamhkins were sporting most pleasing 
And the warblers th**ir notC9 did display, 

1 chsnce’d for to meet a young female 
Who cause 'd mo some time to delay 
And she drWeiug her cows to the water 
Convenient to sweci Castlerea, 

I stood for a while iu amazement, 

1 n or. er to view this fair domo, 
who aung for her con's so melodious, 

Whilst they were aproching the stretao 
1 thengntshe wasJuuo or Ntnos 
By chance from Peruasses m ight stray 
Or Beotia the Heavenly Ec at. 

A tat Manases from drown ding had saved 
It was then I aoosten this fair use, 

Tho sank betwn hope and dispair, j 
That if she com miseration, 

She’d pitty an amoris swain, E 

y^r Eupit mv heart captivated, 

When first 1 haxe seen your fair fetes 
Aud if 1 dont get you in wedlock 
IMi perish in sweet Castlerea, 

. She answer’ with a smil» ia eer features. 
Young man yon must h'lve been insane. 

To think for to marry a famale 
TbaPs only sixteen agaiu IV ay. 

You’l have to consult with my yarcats, 

And shew them your laces and your mea&8 
And if they’l comply to the bargaiB, 

Tl jo-in you in sweet Castlerea, | 

There ie many a man has no farm. 

And still they can nature sustain, 

The Lutbher the brewer and baker, 

Aud trade that is to tedious to name, j 
The trade that I lately adopted 
Is dealing through markets and fairs 
And the stock that I bought iu this province 
Is teu-ponnd percent to my share, 

Those rovevBg dealers era wasteful 
Their mind tan never be ut ease, 

The aie covet&us hangi'ty and Cheating, 

Ib -Yrry bargain they make 
I'd rather be wed to a / armer. 

That would handle his plough and his spald, 
That weuld till and immure a nice garden 
And reuBe np the cows (oijio graze, 

My dear I can purchase a farm 
My fortune already ; s made, 

W e'U get what we want in the morkot a 
Yhe bread milk but er and moat. 

I’ll rio wnat I can for my darling, 

And set up a shop in the sqnere 
Apd another bet*eu the two bridges," 1 
In the geater of sweet Castlerea, £ 

She brough me at once to her parent®, 
who sign’d the propositi! m hast* 

We sent for our freiads and retacions, 

Who joyfufly came to the -feast, 

When at u.ght aod car nuptials completed. 
At the Alter of hyam in peace, 

To live with my love I’m contented, 

Fot ever 9U sweet Castlerea, 
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